NOTICE OF DECISION UNDER REGULATION 32 
FILM POSTERS 

VIDEO SLICK 


TO: The Film and Video Labelling Body Inc. 

PO Box 2627 
AUCKLAND 


Pursuant to regulation 32 of the Films, Videos, and Publications Classification Regulations 1994 the film 
poster entitled: 

Ninn Worx Lost Angels 

is Approved. 


CONDITIONS OF APPROVAL (where applicable): 

Either 

The film poster must be displayed only in premises, or a part of premises, set aside for the public 
display of restricted publications (whether or not articles other than restricted publications are also 
displayed in those premises or that part of those premises). 

Or 

The film poster must not be publicly displayed in any place in which the film to which the film poster 
relates is available for public supply or is exhibited to the public, and must be shown in that place 
only to persons who make a direct request for the film poster. 


Date: 03 March 2004 


For the Classification Office (signed): 


OFLC No: 400214 
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